Mr. Gravely stated that he was never reprimanded in
March 1982, and he denied ever being verbally reprimanded
by Harrison Blankenship or Dennis Myers during his employment
with the respondent.  He did confirm that he received a
three day suspension from Bill Ward for missing a day of work
the Saturday, May 29, before Memorial Day.  Mr. Gravely stated
that he was told he was scheduled to work, but he insisted
that his name was not on the work list and no one told him
to work (Tr. 77) .  Mr. Gravely explained the procedure for
posting the work list, and he indicated that while he was
informed that his suspension would be without pay, he was in
fact paid for the three days he was suspended (Tr. 78-82) .

Mr. Gravely denied that he was ever reprimanded over
an incident concerning a continuous.miner operator being
off center on a 20 foot cut, and that he in fact had reprimanded
the miner operator over that incident (Tr. 82-82) .

With regard to the incident concerning Mr. Carr running
over a pump, Mr. Gravely explained the circumstances.  He
indicated that Mr. Carr was not at fault, and that the
person assigned to watch and move the pump was moved to another
location by Dennis Myers, and since Mr. Myers was his super-
visor, Mr. Gravely did not question his decision (Tr. 84-86).

Mr. Gravely stated that on July 27, 1982, his crew was
composed of Ralph Carr, Gary Kiblinger, and Kenny Davis.
The crew intended to work on scraping the bottom, and after
some preparation work he checked the roof and found that
"it was working pretty bad."  He instructed the crew not to
scrape bottom and they began setting timbers.  Mr. Myers
came to the area, and after looking at the top, ordered some
headers,,, and Mr. Gravely's crew worked the rest of the shift
on the top,  Mr. Gravely left the danger board for the next
shift coming on the section (Tr. 88) .

Mr. Gravely stated that he next returned to work on the
midnight shift on July 28., 1982, and Mr. Myers was his shift
supervisor that night. Assistant shift foreman Larry Burgess
informed him that the top on the section was bad and that
he had placed the danger board all the way out into the entry
and that any roof support work would have to be started at
the location where the danger board had been moved.  Mr. Gravely
then proceeded to work his crew for the entire shift, starting
at the danger board, and they proceeded inby to secure the
roof, but at 5:00 a.m. that morning a roof fall occurred inby
the area where they were working (Tr. 90) .
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